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the gas sewer h, which is connected by valves v with the gas dis-
tributing channels a, one of the latter being arranged below every
combustion chamber b. Thence by closing a valve any boiler can
be disconnected from the firing and the quantity of gas to be admit-
ted to the boiler be regulated. Above the channel combustion
chambers b are provided, into which the gas enters by a number
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of openings or tuyeres d from the channels a. In the combustion
chambers b the gas is mixed with the air required for combustion.
The latter enters through channels, goes through channels / (in
the side walls of the combustion chamber) downward to the open-
ing I2l2, through which it enters at both sides of the tuyeres d and
is burned. Above the chambers b there are arranged chambers c,
which are separated by an arch from the boiler tubes. Thence the